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Artichoke Materials and Apparatus — Transfer oi 


is requested for transier of. 
ratus held "by the writer to C 


/ 

Authorization 

materials and apparatus — 

f or VjSe Dernancni retention or destruction as de- 

Wi* 1 * 'iih’-i 1 . ,-i‘y ■ r ^ ^ ' 

*b g rmin £>d by hi. 3 professional opinion. ^ 

In view of present working agreements between SRS/OS and 
the Medical Division, reauirements for any future Artichoke cases 
can be obtained through Dr^Ti^- as required, hence storage of 
materials and apparatus in SRS is unnecessary and hazardous. 

Attached is an itemized list of Artichoxe xcaueria^s and 
apparatus now held by the writer. 
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Serotonin Creatinine Sulfatp - Code Mo. B7?00 Lot. .No* » - 1 Bot. 
lsd _ 25, Sundoz O'. cm. Vorks - 11 Boxes, 6 airouls ea. " ^ . . , 

Sodium Amytal - Ufcite unlabeled - 37 vials “ _ • . 

Sodium Per.tothal - Teller.* unlabelcd - 21 vials . - ' ~ • 

^’a Sodiun, «p»ls 5* origin package, Iily No. 3 B», W-SWk<> 37 anpuls 

Penthothal Sodium, A do out. List Mo. 3l5«, 0.5 Cm. 12 vxals 
Serpasil, Ciba, 0.25- Eg. 25 tablets .. . 

Thorazine, Smith, Kline & French Research Labs, Code: CS U9U9 RSO *30275, 10 Or 
Dia with Urethane, Ciba, 131702, 2 cc size, 2 Boxes, 5 ampuls ea. ^ 

Chloral Hydrate, BB-070, B.3'50 30 Grams 

Amytal Sodium, Lily Mo. 222 ?26U-5l2957, 150 capsules 

Dial (diallyl barbituric) Ciba 100 tablets 

U-U905 (2B5U-RHJ-19) Upjohn Co. Research Laos, 1 vial - 133-7 rag. 

Coramine, Ciba, 61636,. 25 ampuls, 1.5 cc size v ' v 7 ::r , - 

Caffeine and Sodium Benzoate, Sh^pe and Dohme, h ampuls 0.5 gm. ea. i-.- 

Desoxyn hydrochloride, Abbott, list Mo. 337B, h arapuls 20 mg. ea. 

Benzedrine Sulfate, Smith, Kline a^d French. 51 Boxes - 6 20-mg. ampuls ea. 
Phenobarbital, Prrno Fhannaceutical Labs, 100 Tablets (approx.) 0.032U gm. ea. 
Morphine Sulfate, soluble hypodermic, l/B gr., 20 ampuls 

Scopolamine hydrobromide, hypodermic, 1/100 gr., 20 anpuls . . " 

l/fe oz. of vhat is presumed to be Mariahuana extract. - 

1 hypodermic Syringe - lA° cc - B D Luer-lok 

• f • 

3 10 cc Ideal Lock Hypodermic Syringes .. •* ; T.'"7 


\ * 

ms - ;J ' .. :• 

- ^ ‘iVv > r *'. * 

4 , .. 

-•*,*/,,{■ '* 

■ . T7-/C 


. 



